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JBMDL Sites-NJ-NJ-New Interim specific ground water quality standards established for 
perfiuorooctanoit acid (PFOA) and Perfluorooctanesulfonic add (FIFOS) 

See below, 

Mr, Haiyesh Shah -Envjronmental Specialist 
Site Remediation & Waste Management Program 
MJ Department of Environmental Protection 
Floor 5E--P, O. Box 420-Mail Code-401-05F 
401 Ea st State Street-Trenton, NJ 0 8625 
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From: Maybury, Steve 
Sent: 13 March, 2019 3:49 PM 
To: DEP SRWMP DRM ROE BCM 

Subject: FW: [SRRA]: Mew Interim specific ground water quality standards established for perfluorooctanoic acid (PFOA) 
and Perfluorooctanesulfonic acid (PFOS) 

■"i \ " ■ ■ : ■ ; : .■ ' ■ 


Please review your sites based on the new 10 ppt interim GWQSs for PFOA and PFOS, including all potable wells that 
have been sampled and NJPDES DGW permits, Drinking water exceedances and IEC conditions are a first priority. Please 
reach out to the RPs and have them address all lECs and other deficiencies. If the party refuses to address private 
potable well ItC(s), have them put it in writing send an email to Ed Putnam and cc your supervisors to BC level* If we 
identify any PSW impacted by our facilities, lets discuss, v. 

Steve 


From: Haymes, David : 

Sent: Wednesday! March 13, 2019 3:14 P : 

To: DEP SRWMP AD BC Mtg List < ^^^^MIB|^ts)deELn],RQV > 

Subject: FW: [SRRA]: IMew Interim specific ground water quality standards established for perfiuorooctanoit acid (PFOA) 
and perfluorooctanesulfonic acid (PFOS) 


1 








All: 


Please see below and go to the various finks. The interim specific ground water quality standards for 
perfluorooctanoic acid (PFOA) and perfluorooctanesulfonic acid (PFOS) have been posted to the 
NJDEP website. The interim standards became effective upon posting. 

Any questions, please let me know. 


Thanks, 

David 


NOTE: This e-mail is protected by the Electronic Communications Privacy Act, 18 U.S.C. Sections 
2510-2521. This e-mail and its contents may be Privileged & Confidential due to the Attorney-Client 
Privilege, Attorney Work Product, Deliberative Process or under the New Jersey Open Public Records 
Act. If you are not the intended recipient of this e-mail, please notify the sender, delete it and do not 
read, act upon, print, disclose, copy, retain or redistribute it. 
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ilistserv.state.ni.iis < 




listserv.state,ni.us > On Behalf Of SRRA 


SenfcWednesday, March 13, 2019 02:3 

TcH~ 


_^pnistsery I state i nj i us 
Subject: [SRRA]: New Interim specific ground water quality standards established for 
perfluorooctanoic acid (PFOA) and perfluorooctanesulfonic acid (PFOS) 


The New Jersey Department of Environmental Protection (NJDEP) has established new interim 
specific ground water quality standards for perfluorooctanoic acid (PFOA) and perfiuorooctanesuifonic 
acid (PFOS). Information regarding these interim specific ground water quality standards is available 
through the Division of Water Monitoring and Standards website 

fhttPs://ni.QQv/dep/wms/bears/awas.htm T The interim specific ground water quality standards 
became effective upon posting to the “Table of Interim Specific Ground Water Quality Criteria 
(ISGWQC), Interim PQLs (IPQLs), and Interim Specific Ground Water Quality Standards (ISGWQS) 
for Constituents in Class II-A Ground Water" located on this website. 


The Site Remediation and Waste Management Program is implementing these new interim specific 
ground water quality standards as described on its web page available at 
www.ni.gov/dep/srp/auidance/srra/srwmp implementing 03-13-19 pfo a pfos i nterim a was. Pd f. 

At a minimum, the person responsible for conducting the remediation is required to evaluate whether 
there is the potential that PFOA and/or PFOS may have been manufactured, used, handled, stored, 
disposed or discharged at the site or area of concern. The NJDEP recommends that the information 
available in the ITRC PFAS technical documents found at 

httPs://urldefense.proofpoint,com/v2/url?u=https-3 A_ pfas-2Dl.itrcweb.orQ &d=DwIFAg&c=4BTEw- 

lms H iOY4iTcFLmDM6JB8x6ZabU2J241H0HZLU&r=suPH9hk2DjfC0mhyK2meRPFWGfl2x9vrYKNBwJs 

D9nA&m=u4d7XIllkIIarRP-y-3ScTiR.6vRu- 

mj QnV ZvPTnBx8&s=wJBvOKAvGQQpP9aif6tlSFaxozfzts6iLz55QVdOdI8L.e = be utilized as part of the 
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evaluation. If the scope of the remediation is for the entire site, then an entire site preliminary 
assessment is required to be conducted pursuant to the Technical Requirements for Site Remediation 
at N J.A.C. 7:26E-3.1. If the scope of the remediation is for one or more specific areas of concern, 
then the licensed site remediation professional (LSRP) shall use his or her professional judgement to 
determine what evaluation is necessary. 

This requirement applies to all site remediation sites, including those sites subject to.the May 7, 2014 
statutory timeframe to complete the remedial investigation and for which the regulatory timeframe to 
complete the remedial action is May 7, 2019. 

If the person responsible for conducting the remediation cannot complete the above 
evaluation/preliminary assessment by May 7, 2019, it is recommended that they apply for an 
extension to the remedial action report regulatory timeframe pursuant to the Administrative 
Requirements for the Remediation of Contaminated Sites (ARRCS) at N J.A.C. 7:260-3.2 if they have 
not already done so. Pursuant to ARRCS, this extension request must be submitted to the NJDEP at 
least 30 days prior to the regulatory timeframe (i.e., on or before April 7, 2019). 


SRP Site Remediation Reform Act (SRRA) Web site: www.nj.gov/dep/srp/ 

You may unsubscribe from this Listserv by visiting: www.nj.gov/dep/srp/srra/unsub.htm 
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